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Coast Line System comparable to the practices outlined by Mr. 
Charles Francis Adams in his A Chapter of Erie. Professor 
Dozier's volume is well documented and is provided with maps 
and tables to illustrate the development of the Coast Line rail- 
roads. 

Isaac Lippincott. 
Washington University. 
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Mr. Friedman's volume deals chiefly with the conditions of for- 
eign trade before and during the war, and with the proposals 
which have been made in the various countries for dealing with 
the after-the-war situation. Copious extracts are given from 
official reports and documents, and from the writings of various 
individuals, showing the trend of opinion. An appendix gives the 
text of important documents ; among these are the Paris Resolu- 
tions of 1916, the Official Report (December, 1917) of the British 
Committee on Commercial and Industrial Policy after the War, 
the Covenant of the League of Nations, and the Economic and 
Related Clauses of the Treaty with Germany. Statistical tables 
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It will be seen that here is material of much value. Of necessity 
it is largely provisional material. The world is far from having 



